CATHEDRALS OF OTHER ^ LANDS

St. Peter's at Rome is the cEief church of
Roman Catholic Christendom, in which the
Popes are crowned. The building, which is
450 feet wide and 615 feet long inside, is of
several types of architecture.

This fine picture of St. Mark's at Venice
shows the half-circle of mosaic work
illustrating the Last Judgment, as well as
the famous bronze horses overhead. The
architecture is Byzantine.

The Church of St. Anthony at Padua is a

combination    of    Byzantine   and    Gothic

architecture.   To this church pilgrims come

from all parts of Italy to be cured of ills.
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Here we see the magnificent front or facade
of Rouen Cathedral, dating from 1509
The upper part is adorned with statues of
saints, prophets and martyrs.